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1. After reviewLng the concept of operations for the 25X1A 


ai in conjunction with the conclusions dram at our meeting of 
23 damary 1961, i+ is agreed that a local terminal forecagting 
corebility plug the facdiities of the Glebal Weather Central, at 
orfate ode Fores Base, will be required for all test and operational 
ryases of the program. 

3. tm view of the above and in compliance with your request, 


_&% iat of weather ceammmicetions equipment required to support the 
crocpas at [RBRRJis Listed on attached shect. 
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